LENTEK™ RAPID CHARGER ltem#: RV-RPC-1500 


DIRECTIONS FOR USE: 

1. Charging power indication lights: 

light flashing red - Preparing for recharging 
light staying red - Recharging abnormal 
light flashing green - Under recharging 
light staying red - Fully recharged 

2. Rapid recharging indication light: Light staying red 
it takes about 1 hour to fully recharge the battery. 

3. Normal recharging indication light: 
Light staying green, it takes about 2 hours 
to fully recharge the battery. 

4. Battery socket: please note the direction 
(The plug from the battery to the rapid 
charger connects in only one direction 
and clicks when properly installed) 

5. Button: Rapid recharging/normal recharging 
button 

6. Heat vent 

7. Power Socket: Connect with transformer of DC24V 1 000 mA 
or above 1000 mA 

8. Safety device: Cuts off the power if battery is overheated 




Place battery in 
the battery reservoir. 


Set rapid recharger or normal 
recharging by pressing the button 
and then begin to recharge. 


OPERATION 
STEPS 


Insert the battery 
plug into the socket 
(please see the 
directions for use) 
as shown in the jm 
small illustration. 




Plug one end of the 
transformer into the AC 
power outlet on the wall, 
and another end into the 
side socket of the rapid 
charger. 
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